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INDEX TO  SUBJECTS

Keeping of gases, worthlessness o:

rubber sacks for the, 27.
Krypton, 168.

L
Laboratory, arrangement of, 97.

M

Measurement of gases, general re-
marks upon the, 32.

Mercury, distillation of, in vac-
uum, 99,

Mercury, purification of, by air, 103

Mercury, purification of, by nitric
acid, 102.

Mercury, purification of, by sul-
phuric acid and mercurous sul-
phate, 103.

Methane, 227.

Methane, detection and determina-
tion of, by flame test, 448.

Methyl-amine, 200.

N

Neon, 168.

Nitric oxide, 197.

Nitric oxide, determination of, in
chamber gases, 326.

Nitrogen, 164, 375.

Nitrogen, absorption of, 167.

Nitrogen, determination of, in or-
ganic substances, 392.

Nitrogen peroxide, determination
of, in chamber gases, 327.

Nitrogen, removal of, from air, 170.

Nitrogen tetroxide, 199.

Nitrogen trioxide, 198.

Nitrogen trioxide, determination
of, in chamber gases, .326.

Nitro-glycerin, analysis of, 886.

Nitrometer, Hempel, 387.

Nitrous oxide, 195,

Nitrous oxide, determination of, in
chamber gases, 320.

Organic substances, analysis of,

392.
Orsat apparatus, 257.

Orsat apparatus, errors of, 260.

Oxygen, 145.

Oxygen, determination of, by alka-
line pyrogallol, 149.

Oxygen, determination of, by chro-
mous chloride, 154.

Oxygen determination of, by com-
bustion, 146.

Oxygen, determination of, by
copper, 158.                             *

Oxygen, determination of, by phos-
phorus, 155.

Oxygen, determination of, in air,
370.

Oxygen, determination of, in
chamber gases, 327.

Oxyhydrogen gas generator, 134.

Ozone, 161.

Phosphine, 249.
Photometer, 266.
Potassium   permanganate,   deter-
mination of, 471.
Pyrolusite, evaluation of, 470.
B
Eunning down of confining liquid,
116.
8
Safety lamp, 449.
Saltpeter, analysis of, 386.
Silicon tetrafluoride, 248.
Solubility of gases in absorbents,
119.
Specific gravity of gases, deter-
mination of, by Bunsen'0 method,
268.
Specific gravity of gases, deter-
mination of, with Lux's appa-
ratus, 272.
Specific gravity of gases, deter-
mination of, with Schilling's ap-
paratus, 271.
Stibine, 251.
Sulphur, determination of, in il-
luminating gas, 303.
Sulphur dioxide, 239.